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After 1 Hour of Drinking 


© 
# of Drinks i Body Weight 


100 Ibs. 120 Ibs. 140 Ibs. 160 Ibs. 180 Ibs. 200 Ibs. 220 Ibs. 240 Ibs. 
022 015 011 .007 .005 .003 .001 .000 
059 .046 .038 .031 .026 022 .018 015 
.078 .064 054 .046 .040 035 .031 
.078 .067 059 052 .046 
.078 .069 .062 
.078 


O N Oa Rh WN = 


E Indicates a BAC of .08 or higher 


© 
# of Drinks A Body Weight 


100 Ibs. 120 Ibs. 140 Ibs. 160 Ibs. 180 Ibs. 200 Ibs. 220 Ibs. 240 Ibs. 
029 022 .016 .012 .009 .006 .004 .003 
074 059 .048 .040 .034 029 025 022 
119 097 .080 .068 059 052 045 .040 
.164 .134 .113 .096 .084 074 .066 059 
.209 172 145 N25 109 097 .086 .078 
254 .209 177 153 .134 m9 107 .097 
299 .247 .209 .181 .159 142 127 115 
344 .284 241 .209 184 .164 148 .134 


OnN Ooh WN = 


E Indicates a BAC of .08 or higher 
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